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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE, 


Office  of  the  Secretary, 

Federal  Horticultural  Board. 

PLANT  QUARANTINE  DECISION  NO.  9. 

The  Federal  Horticultural  Board  recommends  that  Regulation 
No.  7 of  the  Rules  and  Regulations  Governing  the  Importation  of 
Cotton  Into  the  United  States,  as  revised  January  25,  1916,  effec- 
tive February  1,  1916,  and  modified  by  Plant  Quarantine  Decision 
No.  8,  be  suspended  and  that  the  same  shall  not  go  into  effect 
until  further  order  of  the  Secretary  of  Agriculture  fixing  a 
date  when  it  shall  become  effective. 

C.  L.  MARL ATT,  Chairman. 

W.  A.  ORTON, 

GEO.  B.  SUDWORTH, 

W*  D.  Hunter, 

K.  F.  KELLERMAN, 

Federal  Horticultural  Board. 

R.  C.  ALTHOUSE, 

Secretary  to  Board. 


APPROVED: 


Secretary  of  .Agriculture. 
Washington,  D.  G. , Feb.  19,  1916. 


